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To free a cylinder head that’s “frozen” to 
the block, try this easy trick: After you 
have removed all retaining nuts and bolts, 
engage the starter. This will build up suffi¬ 
cient compression to loosen and lift the 
head and save you a struggle. 
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Changing an oil-filter cartridge gets messy 
when it’s time to drain dirty oil from the 
filter ease. A neat way: Pump out the oil 
with a plunger from an oil squirt can con¬ 
nected to a piece of old garden hose. Tape 
the plunger shaft for a good seal. 
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More Hints from the Model Garage 



Always replace the pilot bearing when you 
do a clutch job. To remove the bearing, fill 
its hole with cup grease. Insert a rod of 
the same diameter as the main shaft into 
the hole and tap it in with a hammer. Hy¬ 
draulic pressure forces out the bearing. 


Drain crankcase oil from the top? One 

mechanic with a flair for machine work 
does it with the outfit above. An electric 
drill drives a converted fuel pump, the in¬ 
put tubing being thrust down the oil-filler 
or dipstick hole. Quarter-inch brass tubing 



Unloading a pickup truck is easy with this 
dump bridle. Cut a wooden backboard the 
width of the pickup bed and place it be¬ 
hind the cab. Then tie a bridle as shown. 
To dump, secure bridle to a tree or other 
anchor. Drive forward to empty bed. 


inserted into the end of the intake line acts 
as a weight to hold the line down. The 
/s /r steel handle is convenient for steadying 
the pump. Adapt the drill with rod, bush¬ 
ings, cam drill rod, spacers, and brackets 
as shown in the diagram above. 
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